UNCONSOLIDATED 
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EXISTING  FLUME 


J 10’  MAX  L 

Wl  DTH 

I VII  YmJf  111  1 

FRONT  VIEW 


N.T.S. 


SIDE  VIEW 


N.T.S. 


ADIT/TUNNEL  FLOOR 


EXAGGERATION  POINT 


FRONT  VIEW 

NATIVE  SLOPE:  the  natural  (non-manmade  slope  of  the  interior 
mine  tunnel) 

DIA:  2-foot  diameter 

EXISTING  FLUME:  natural  water  inside  the  mine  which  raises 
with  water  level  table  - i.e.  precipitation  and  ground  water 


SIDE  VIEW 


UNCONSOLIDATED  COLLAPSED  MATERIAL:  collapsed  rock 
ADIT:  another  word  for  tunnel 

EXAGGERATION  POINT:  where  tunnel  slopes  up  to  get  to  the 
ore  body  in  the  past  during  mining  operations. 
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